To:  Christenson,  Dave[Christenson. Dave@epa.gov] 

From:  Pryhoda,  Moira 

Sent:  Thur  8/13/2015  8:06:33  PM 

Subject:  FW:  TestAmerica  report  and  EDD  files  from  680-115501-1  Gold  King  Mine  - Region  8 

J1 15501-1  UPS  Level  2 Report  Final  Reoort.pdf 

680-115501-1  Scribe.csv 


Moira  Pryhoda 
Weston  Solutions,  Inc. 
1435  Garrison  St,  Ste  100 
Lakewood,  CO  80215 
Ph:  303-729-6112 
Cell:  508-904-7579 


From:  Hoffman,  Sheila  [mailto:sheila.hoffman@testamericainc.com] 

Sent:  Thursday,  August  13,  2015  12:41  PM 

To:  Pryhoda,  Moira  <Moira. Pryhoda@WestonSolutions.com> 

Subject:  TestAmerica  report  and  EDD  files  from  680-115501-1  Gold  King  Mine  - Region  8 


Hello, 

Attached  please  find  the  report  and  EDD  files  for  job  680-115501-1;  Gold  King  Mine  - Region  8 
Please  feel  free  to  contact  me  if  you  have  any  questions. 

Thank  you. 

Please  let  us  know  if  we  met  your  expectations  by  rating  the  service  you  received 
from  TestAmerica  on  this  project  by  visiting  our  website  at:  Project  Feedback 

SHEILA  B HOFFMAN 

Project  Manager  II 

TestAmerica  Savannah 

THE  LEADER  IN  ENVIRONMENTAL  TESTING 
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ED  000552C  00025569-00001 


Tei:  912.354.7858  e.3004 

www.testamericainc.com 


Reference:  [259172] 
Attachments:  2 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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